GLOSS FINISH ENAMEL 


“QFinal Touch » 


GLOSS FINISH ENAMEL 

Paint is a high quality Gloss Finish Enamel with an 
exceptionally hard wearing durable fine luster finish, 
Final Touch Gloss Finish Enamel is suitable 
paint for metal, wood and concrete surfaces 


RED OXIDE PRIMER 

Is a modified alkyd resin based primer. It is a general 
purpose primer for use any mild steel structure. It 
aves metal an excellent rust precention and a long 
asting smooth surface for Enamel top coats 
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Paints 


Final Touch 


Manufactured by: 


1$0 9004 


CERTARIED ALLIANCE PAINTS PAKISTAN 


www.alliancepaints.com.pk info@alliancepaints.com.pk @ https://www.facebook.com/alliancepaints (@ 17244595 
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GLOSS FINISH 


ENAMEL 


for Wood, Metal & Walls 


Off White 3x 601 Kitten White 644 Rose White 603 
Early Dawn County Cream Pink 638 
p E 

Apricot Diyar Candy Pink 614 
É i 

Beige Soft Terracotta 640 Rose Bouquet 646 
The Patterns on this card show approximate colours only 01-23 
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Paints 


Lilac Time 639 Gold 642 Coriander 611 Crayon Green 619 Green Lime Green 


Purple 613 Clay 631 Red Oxide 617 Sea Green Eau-De-Nil 636 


Cranberry Coffee Brown 643 


Adams Green 


Leather Brown New 650 Royal Green 


Patina Pink 635 Brown 618 Champagne New 649 


2 Also Available in Drum (Including Brilliant White 600) 


Ash White K 


607 


Lavender White 637 


Morning Haze 


Pumice 


634 


609 


Celebrate Colour 


Shadow 608 Bali Blue 620 Polish Brown 633 


Court Grey 605 Torres Blue Golden Brown 616 


Golden Yellow 606 


Orange 629 


Smoke Grey 610 Comet Blue Mid Blue 623 


Signal Red 612 


Dark Grey Light Blue 


Royal Blue DEPLETED 624 


Black 628 


E universal 


